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TASK GROUP OBJECTIVES 
1, Based on applicable USIB intelligeace ieee 


anes ee 
and Ce ae sve the enounintachndea 


2. To recommend a basic system configuration. 


3. Te recommend, on the basis of overall aystem requirements and : 
prema a the crfteria to be used for subsystem design and - 


” To Soruaiate 6 preliminary master project plan Cachottag echetsles), 

6. To prepare mecesenry project directives. | ‘ 
PROCEDURES» | 

7 A tochaleal Rvaieation Task Group is hereby entsblished to accomplish 
B will be composed of: Selonal Williaa King. WHO, 


Chalrmeny Mr. porta Adlgg OSP, member; and Colonel 
SA FSP, member. 
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2 The Task Grp wll adre to te fllownggudaties snd 
precedures 


achedulas, davelopiag secessary to the 
per samDopiywge uw. Proven 


| a. Subenit to the DNRC for approval, within two weeks, a pro- 
posed statement ef system eperational requirements and a 
basic system configaration with supporting studies and rationale. 


by Submit to the DMRO for approval, withia two weeks, apprepri- 
Subsystem 


__ Sie direntives and proponed membership foe Task Groups to 
‘conduct the source 



















c. Sebeat for DHRO agproral, within three weeks, a preliminary 
master project plea. 


a. Submit for DNRO at times | 
ERO epproval, eopropriate » neceasary 


©. Written reports will be submitted on all of the foregoing. 
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